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FM SAC/WASHINGTON FIELD C89A-740 (P) 
|T(| ^RECTOR , FB,/ PRIORITY 

SPRINGFIELD PRIORITY (89B-188) 
SAC, DENVER/ROUTINE 


DE WF 003S 0260351 


CHANGED. | 1 4 POSSIBLE THREAT 

TO THE SECRETAR Y OF S 1AIE ALEXANDER-MG , WDC, AFO, 

00 :SPRI NGFIELD . / \ % 

TITLE MARKED CHANGED TO REFLECT SUBJECT’S NAME AS 


DEVELOPED THROUGH INVESTIGATION. 

> REFERENCE SPRINGFIELD TELETYPE TO BUREAU DATED 


SPRINGFIELD IS BEING DESIGNATED OFFICE OF ORIGIN, 

UACB, INASMUCH AS SUBJECT LOCATED IN LAWRENCEVILLE , ILLINOIS, 
AND APPARENTLY POSSIBLE THREAT WAS MADE FROM THAT GENERAL 
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location . 
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LEADS. SPRINGFIELD. AT LA WRENCEVILLE , ILLINOIS. 
Cl) WILL PRESENT FACTS TO APPROPRIATE U.S. ATTORNEY FOR 
PROSECUTIVE OPINION C2) ADVISE WFO OF RESULTS SO THAT 
INFORMATION CAN BE APPROPRIATELY DISSEMINATED. 
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TO DIRECTOR, FBI PRIORITY 
WFO PRIORITY 
DENVER ROUTINE 
BT 

UNCLAS 

JUNSUB ; POSSIBLE TH REAT— IQ . SE.CR ET ARY^XJT AJE ^ ALEXA.NEI 

W ASHING TON, D.C. ; AFO. 

RE SPRINGFIELD TELETYPE TO DIRECTOR, WFO AND DENVER 1/20/82. 

FOR INFORMATION OF RECIPIENTS, ON 1/21/82, SHERIFF ELBERT 

BAILEY OF LAWRENCEVlLLE COUNTY SHERIFF’S OFFICE, LAWRENCEVILLE , 

ILLINOIS (COPULATION 3,800) FURNISHED FOLLOWING BACKGROUND INFO 




reE 


] WHO 


^CHARACTERIZED AS BEING A CHRONIC ALCOHOLIC. 
BAILEY ADVISED THAT ON 9/25/78, f | WAS ARRE! 


ARRESTED WIThQ 


0 'i3 fyyU'-'zfey 

A / 

nkv 

cn rr i ^ 


> 9 FFBE 


Had vised 


1 


I ADVISE IT***- •====g 

. j£) JAN 27 1982 $ 


PAGE TWO SI 89B-188 UNCLAS 


THAT | | INFORMED HIM HE WAS | 

I I the famous case in which a phoenix news paper man 

WAS BLOWN UP IN HIS AUTO, AND SINCE HE KNEW WHO COMMITTED THE 
CRIME, HE NEEDED PROTECTION. 

PATROLMAN f l LAWRENCEVILLE, ILL. PD ADVISED HIS 

DEPARTMENT CONFIRMED THROUGH TELEPHONIC CONTACT WITH PHOENIX, 
ARIZONA PD THAT | | WAS |~ | 

|due TO AGGRIVATED 

INCIDENTS OF ALCOHOL ABUSE. 

ON THIS DATE 1/21/82, BU-AGENT INTERVIEWED | | AT HIS 

RESIDENCE | | AT OUTSET, | 

ADVISED HE HAD CONSUMED TWO QUARTS OF WHISKEY THIS DATE. FROM 
INTERVIEW, IT IS APPARENT THAT | | OBTAI NED INFO PREVIOUSLY 

FURNISHED WFO FROM NEWSPAPER HEADLINES AND FANTASIES ACQUIRED 
DURING PERIOD OF I NTOXIFICATIO N. DURING THE INTERVIEW | | 

ALSO BEGAN FANTASIZING ABOUT HIS VISIONS RELATED TO RECENT AIR 
FLORIDA JET LINER AIR CRASH AT WFO, THUNDERBIRDS CRASH AND 


PAGE THREE SI 89B-188 UNCLAS 
KIDNAPPING OF U.S. GENERAL. FOLLOWING INTERVIEW, ! | 

| | SOUTH-EASTERN ILLINOIS MENTAL HEALTH 

CENTER, INC.! LAWRENCEVILLE , ADVISED SHE IS PROCESSING PAPERWORK 
THIS DATE WHICH WILL ADMIT | | lNTO f I 

| [ FOR TREATMENT. 

ON 1/21/82, SPRINGFIELD BU-AGENT CONFERRED WITH | | 

U.S. DEPT. OF STATE, SECURITY DIVISION, CHICAGO, ILL. | 1 

ADVISED HIS AGENCY HAD INTERVIEWED | | AND DETERMINED THAT 

NO BASIS IN FACT EXISTED TO SUPPORT |~ | SCENARIO RE POSSIBLE 

ASSASINATION OF SECRETARY OF STATE ALEXANDER HAIG. 

UACB , SPRINGFIELD CONDUCTING NO ADDITIONAL INVESTIGATION RE 
THIS MATTER. AIRTEL AND FD-302 RE INTERVIEW OF | | BEING 

FORWARDED WFO. 

TEXT OF ABOVE BEING FURNISHED TO DENVER FOR INFORMATION. 
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UNCLAS 

UNSUB; POSSIBLE THREAT XQ-S.ECRETARY OF STATE ALEXANDES 
WA SHINGTON, D.C .; AFO. 

RE WFO TELETYPE TO^DIRECTOR, DENVErTS” SPRINGFIELD 1/19/8! 
ON 1/20/82 INITIAL INTERVIEW OF [ 



I— 


BY 


AT LAWRENCEVILLE, ILL 
TAINTED BY | 
BACKGROUND. 

OF | 

REFLECTS SAME. 


U.S. DEPARTMENT OF STATE, SECURITY, CHICAGO, 
LECTS | [ INFORMATION MAY BE 

I AND ALCOHOLIC 


BU-AGENT SPRINGFIELD DIVISION INITIAL EVALUATION 
] INFORMAT ION DURING SETTING OF INTERVIEW APPOINTMENT 
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SPRINGFIELD AT LAWRE NCEVILLE, ILL. WILL INTER VI EW [ | 

I | lN DETAIL 1/21/82 AT 11:00 AM AT ABOVE ADDRESS AND 

FURNISH RESULTS TO WFO AND BUREAU. 

TEXT OF ABOVE INFO. BEING FURNISHED TO DENVER FOR INFORMATION 


CRIMINAL IHjtESTIGATWE DIVISION 


INFORMATIVE NOTE 


UNKNOWN SUBJECT; 

He: POSSIBLE THREAT TO SECRETARY OF STATE 

ALEXANDER HAIG, WASHINGTON, D. C. ? 
ASSAULTING A FEDERAL OFFICER; 

00: SPRINGFIELD 

By way of background, on 1/19/82 U. S. Secret 
Service received a tel ephone call from | | 

| who advised of a plot to 
assassinate Secretary of State Alexander Haig. 

Attached Springfie ld teletype advises of 
interview of I I D uring interview by FBI 

Special Agents, | | advised he consumed 

excessive amounts of whiskey that date. He also 
furnished information regarding "visions" of the 
recent Air Florida jetliner crash at Washington, 
D. C. , and Air Force Thunderbirds 1 crash at 
Las Vegas, Nevada, as well as the kidnaping of 
a U. S. Army General in Spain. It was the 
opinion of interviewing Special Agents that ^ 
~1 fantasizes about news stories he hears b 
while in an intoxicated state. 


Lawrenceville, Illinois, Mental Health Center 
Substance 'Ab use Coun selor is processing paper- 
work to have I ~1 admitted to a detoxifi- 

cation program. 


1 - Mr. 

1 - Mr. 

1 - Mr. | 

Rbw : j ey , 




U. S. Department of State, Secu rity Divi sion, 
Chicago, Illinois, has interviewed | ~| and b6 

opined n o basis, in fact, existed to support ; b7c 
| \ assassination plot against Secretary 

Haig. 

U. S. State Department was advised. 



APPROVED: Adm.Servs. Laboratory. 

Crim. Inv. S/ M LspaICcun 
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MESSAGE RELAY VIA TELETYPE 


PRECEDENCE 

! PRIORITY 


I | The President 
I I The Vice President 
I I White House Situation Room 
I I Attn: National Security 


I | Department of the Army 
I | Naval Investigative Service 
| | Commandant, U. S. Coast Guard 

| | National Security Agency 

(DIRNSA/NSOC (ATTN: SOO)) 

| | Director, Defense Intelligence 

Agency 

| | Director CIA 

| | U. S. Secret Service (PID) 

I I Attn: Executive Protective 
Service 

| | ZEN/U. S, Postal Service 

I | Attn: Chief Postal 
Inspector 


I I Nuclear Regulatory Commission 
| | Department of Energy 

I I Department of Treasury 
I | Attn: U. S,. Customs 
I | Department of Treasury 

I I Attn: Bureau of Alcohol 

Tobacco & Firearms 
| | Department of Transportation 

| | Attn: Director of Security 

| | Drug Enforcement Administration 

I I General Services Administration 
(WASHDC area, specify office) 

I I (Other Areas, specify CITY/STATE) 

I | Federal Aviation Administration / 

I | Federal Protective Service / 

KX I Secretary of State , Security Division 
I I Attn: Director Bureau of • V 

Intelligence & Research 
□ Attn: SCA - VISA Office 
Room 709 - SA2 


FEDERAL GOVEKfMENT 

| | Attorney General 

I | Deputy AG 

| | Attn: Emergency 

Programs Center 
| | Assistant AG, 

Civil Rights Div. 


| | Assistant AG, 

Criminal Div. 

| | Attn: Internal 

Security Section 


| | Assistant AG for 

Administration 
| | Attn: Security & 

Administrative 
/ ""Services Staff 


A | lmmij 
/ Natui 

isipn /; - 


APPROVED BY ORIGINATOR 


ROOM TELE EXT. 

5096/6 4294 


i£= Ju&o- u 






r 




USE OF FORM 0-73 J 

g 

1. Only incoming teletype messages which require transmission relay may be prepared for transmission using form 0-%. 
Use of form 0-73 is restricted to incoming teletype messages received within the last 3 days which require trans- 
mission relay; all other teletype messages must be prepared using form 0-93. 

2. Additions such as notes and administrative data for a specific addressee are not allowed. If a note or adminis- 
trative data is required for a particular addressee a separate 0-73 form must be prepared. 

3. The message will be transmitted just as it appears. The person approving the message is solely responsible for 
assuring all necessary editing changes have been made. 


PREPARATION OF FORM WHICH CONSISTS OF A PREPRINTED YELLOW. 


zc. — 


1. Complete appropriate boxes: date, classification & precedence. 

2. List addresses immediately following the “TO” or place a check mark in the appropriate boxes. 

3. Type or PRINT the subject in the space provided. , — 

4. Print or type originator’s name, room number and telephone extension. ^ 

5. Indicate approval for transmission by initialing the “Approved By” box. — *£ c= 


PREPARATION OF MESSAGE TO BE TRANSMITTED 


1. Xerox 1 copy of incoming teletype message. A notation shall be made on the original incoming teletype “1 copy 

made for relay to SACS , (OR LEGATS) ,(OR GOVERNMENT AGENCIES) ” 

2. Minor editing changes shall be made on the xerox as follows: using a lead pencil ONLY draw single line through 
the first and last lines of the heading and connect these lines from top right to bottom left forming a “Z, ” figure. 

(DO NOT OBLITERATE THE HEADING.) Use horizontal lines to delete sentences or words. Printed changes of a 
word or two to the text of the message may be made; however, changes to the existing text involving more than a 
word or two necessitate the originator to initiate a new message using form 0-93 . 

3. Administrative data or notes may be typed immediately following the text and will be transmitted to all addressees. 

4. When using the 0-73 form to disseminate information to field offices. Legal Attaches and other Government agencies 
simultaneously, the text, notes and administrative data must be identical for all addressees. 
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□ □□ 


FBI 


I I Immediate 
I I Priority 
I I Routine 


CLASSIFICATION: 

□ TOP SECRET 

□ SECRET 

□ CONFIDENTIAL 

□ UNCLAS E F T 0 

□ UNCLAS 

noto 2 /l/82 


DIRECTOR, FBI 

SAC, SPRINGFIELD (89B 


1 1 


Possible Threat to the / 

ATexaM^a'^ j, U J>, / 

AFO ' / 

00: SPRINGFIELD / 

Re Springfield teletype to Bureau, WFO and Denver, 

V2/32 ‘ / 
Enclosed for the Bureau are’ the or'tg’Tnal^ and* one po 

of an LHM regarding captioned matter, FD-376 stapled thereto. 


Information copies of LHM furnished Indianapolis 
Denver, and WFO in view of investigative interest at those o 


Q - Bureau (Enc. 2) 

1 - WFO (89A-740) (Enc. 1) (Info) 

1 - Indianapolis (Enc. 1) (Info) 

1 - Denver (Enc. 1) (Info) 

1 - Springfield (89B-188) 

DAM/lgb »v 

( 6 ) , *' 

fl HrSH b 0*" 

" / fcrdJroL @ %. 

' W/ 1 S-H'V 2. fim/der * 


(Number) 


(Time) 



FD-376 (Rev. 5-26-78) 




UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 

WASHINGTON, D.C. 20S3S 

February 1, 1982 


Director In Reply, Please Refer to 

United States Secret Service File No. SI 89B-188 

Department of the Treasury 

Washington, D. C. 20223 RE: I I 

Possible Threat to the Secretary 
State Alexander Haig, Washington, 
ASSAULTING A FEDERAL OFFICER 
The information furnished herewith concerns an individual or organization believed 
to be covered by the agreement between the FBI and Secret Service concerning protective 
responsibilities, and to fall within the category or categories checked. 


Of 

D.C. 


b6 

b7C 


1. □ Threats or actions against persons protected by Secret Service. 

2. □ Attempts or threats to redress grievances. 

3. □ Threatening or abusive statement about U. S. or foreign official. 

4. □ Participation in civil disturbances, anti-U. S. demonstrations or hostile 

incidents against foreign diplomatic establishments. 

5. □ Illegal bombing, bomb-making or other terrorist activity. 

6. □ Defector from U. S. or indicates desire to defect. 

7. [X] Potentially dangerous because of background, emotional instability or 

activity in groups engaged in activities inimical to U. S. 


Photograph | | has been furnished □enclosed | | is not available. 
Director 

Federal Bureau of Investigation 


W- Bureau 

1 - ^Special Agent in Charge 


(Enclosure! s)) 


U- S. Secret Service 
Springfield, Illinois 
Enclosure(s) 


( 1 ) 


2 - Springfield (1 - 89B-188) 
(1 - 66-1967) 

DAM/lgb 

(5) 


U.S. Department of Justice 


Federal Bureau of Investigation 


In Reply, Please Refer to 
File No. 


Springfield, Illinois 
February 3’, 1982 


Possible Threat to the 
Secretary of State 
Alexander Haig 
Washington, D.C., 

ASSAULTING A FEDERAL OFFICER 


On January 19, 1982, | [ United States Secret 
Service, Washington, D.C., telepnonically contacted the Washington 
Field Office of the Federal Bureau of Investigation (FBI) , advising 
as follows: 


On January 19, 1982, f I dai-P 

pf birth I . l telephone number”"^ 

I | contacted the United 

states secret SefVl'Cfe, W&'hhxng’ton , D . C . , and advised he recently 
answered a newspa per adver tisement indicating a need for a Spanish 
speaking person. | ~| advised he subsequently met sixteen 

individuals who indicated they wanted to assassinate Secretary 
of State Alexander Haig in Denver, Colorado. 

On January 21, 1982, Sheriff Elbert, Bailey, Lawrence 
County Sheriff's Office (SO), La wrencevil le, furnished the foll owing 
background informatio n regarding | date of birth d I 

| | who Sheriff Bailey characterized as being 

a chronic alcoholic. 


Bailey advised that onf 


X 


1 


~l sherif f., 


Bailey advised tha t l I was | 

I I Upon his arrest > V 




I informed Bailey th at 


he was | 

the famous case in which a Phoenix newspaperman's automobile 
was bombed, and since he knew who committed the crime, he needed 
protection from the Phoenix people that wer§£ chasinq him 


This document contains neithe, 
of the FBI. it is the proper^ 
agency; it and its contents 
your agency. 


fio 


i&oip^rrdations nor c< 



the FBI and is loaned to your 
/ not to be distributed outside 

ENCLOSURE 


b6 

hlC 


] Lawrenceville 
.s department 


I l to agg ravatec 

alcohol abuse. | | further advised that I 1 was not associated 

with the Phoenix investigation of a newspaperman's car being 
bombed . 
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# 


FEDERAL BUREAU OF INVESTIGATION 


I 


i/2 5#/82 

Date of transcription 


r 1 1 L cook, I I 

| | was interviewed at bis place of residence. 

At t he outset ag gas appris ed of the iden tity of Specia l Agent 

<SA) I l and Patrolman | | Lawrenceville 

Police Department* Lawrence? i lie, by a display of credentials 

and was advised by SA I I of the nature of the Interview* 

~1 thereafter furnished the following informat ion: 


]] advised that he only hac one hour to be interviewed 


si nce ne was In the process of applying for voluntary admission 
to I I 

through | I South Eastern 

Illinois Mental Health Center* Incorporation, Lawrence? ilie. 

I I acv ised that he has been an alcoholic since 1966, the 


same year be I 
for alcohol fdlAtdct lftCidefeta. 


I I advised that sine* he has been drinking his 

daily two quarts of aim Beam whiskey and calling <*ove lament officials , 

in Washington, 0»€. * ai s girl friend, | | 

I I insisted he seek treatment for his progressive 

drinking it fee planned to stay at her residence* 

i 1 

| | advised he was sorry that he called several biz 

government agencies in Washington, D.C.j ho wever, he believes 
his recent association and k nowledge of the | “ ] 

I I may be useful to the government law 

enforcement agencies. 

| | advised that several months ago he answered 

an Evansville, Indiana newspap er lob ad vertisement indicating 
a need for a clerical worker. | ~ | advised be subsequently 

met sis dark skinned individuals in a room at the Holiday Inn, 

Princeto n, Indiana, who were displaying several military weapons. 

I l ad vised one of the individuals he met in Princeton, identified 

himself as I l showed hi® rocket launchers, .4*> caliber 

automatic handguns, .3k caliber handguns, Russian made &K 47 
machine guns that would be used to equip twelve revolutionaries. 

I I advisee | | would periodically visit him 

at | [ in lawrenceville, because he knew his name was 


investigation on 1/21/ 3 2 at - batf j tftfiO S Y 411® r i 11 IdOiS « SI SSB-lSff 


by SA-[ 


Date dictated 


1/27/S2 


This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loaned to your agency: 
it and its contents are not to be distributed outside your agency. 



SI 


not known to the law enforcement. authorities. 


] advised l~ 1 inform ed tix» that hi* revolt*- 

i inane fed by tno I 
] aavised that |_ 


I I «**•*» | i — 

■ tlOM KY organisat ion was finanefed by 

I I [ * 


also told iii» 


I ©tav i | | ~ ^ ” 

'about his contacts wlti tne ,>*aue r-K*inool *ud that hi* 

revolutionaries wee* responsible £oi the refcent hu Florida j*t 
liner crashing at MatirC-naJ Aspect, Washington, D.C.j t.*e tour 
I'huricier birds crashing *> ibnaping oi a United states beneralj 

and the a hoc ting of a uh vl.-J State# 

/ ' t. 1 

.& a go he read an umeealied 


ladriaeo that **vei .ii_wee_ 1 a_ago he read an un 
■aliplir,**: a picture of I Jehich he knew to 

f — -* 1 ^ i in.. .. C « .. t imm>nrkftC« ! 


newspaper that 

t>e incorrect since, , - 

and is a master o£ disguises 

person in the world who could poa 


n Con tinually cnawbes hxs appearance 
i, | I advised he i s the on ly 

.d poaTUvely recognise |_ 


□ 


T I aoviaea mat w«ix« «*- —;s - 

to v«»ou* M =.i» r.pott. Of SKI1UI1 Of State Ai«x*M« B«i9 - 
possible visit to Springfield, liJ-inox*, tt * 

r □ revolution** i*» **y P°»* * threat to Haig • #»r y 

I 1 advisee he also was at home dr inking and listening 

zm-mMssmiz 

ttlSii. the United CUM* « 9 «nci«s thrtfc. 

t U'Vi^ »— lflSlde 

information onl [organisation* 


1 advised that while at bom* drinking and listening 
J ..it nt stat* aiax&nder Eai<3 ® 


b6 

b7C 


edvlsed ttat Vttw to intlltt«tln|C 


advised tnat prior A 1 1 

I 1 , r... rf» if teat ion treatment* I 1 

“4S^*uS! X des^ tt iod^deto* i fleet ion treatment on tr.ree *«•»» 

«cr.Ionf tut c« not .... to quit at intin,. 

-TO* follow in, oeewfonna end u««“Ptlve information 
wu obtained It* observation and internee. . 


Same*. 

Race: 

Cats, ot births 


Place ot Birtn: 
Heights 


4 
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SI d^B-18'd 
3 

Weight: 

Hair : 

E^es: 

Present Address: 

Illinois Driver's 
License Number: 
Social Security 
Account Number: 
Military: 
telephone: 

Wife: 

Parents: 

Brothers : 

Sisters: 

Arrests: 


Employment: 

Occupation: 

Education: 

Marital Status: 
Miscellaneous : 


5 



In view of I I alcohol abuse no further investi- 

gation is being conducted by the Springfield FBI. 


